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25X1A 

25X1 A 


OEL 846-65 
23 June 1965 


MEMORANDUM FOR THE RECORD 
SUBJECT : 


Reliability Review Dates 


25X1 A 


25X1 A 


I informed 


oi 

- r 

Dr 



25X1 A 

| this morning 

yesterday it became 25X1A 


said that today he is conducting a preliminary review him- 
self to ascertain that the appropriate data is being taken, e tc. , and 
sees no p roblem in having the review on or before 15 July. 

Twill be gone for about 10 days. During this time, 25X1 A 


will watch over the program. 


25X1 A 



DAD/SfeD 


Distribution: 

Orig - DAD/S&D 
1 - AD/OEL 
1 - DAD/IO 


25X1 A 


1 - OPD / 
1 - GSD / 
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